FBI Official Record of Training 



for records between 10/01/2016 and 06/30/2018 


Anton lagounov 



Source* 

Catalog 

Number 

Title 

Hours 

Credits 

Complete Date 

Resource 






VA 

RES-0002 

Restricted Data/Formerly Restricted Data Information 

0 

0 

2/17/2017 

Web Based Training 





VA 

WBT-3352 

Business Execution: Crafting a Business Strategy that Executes 

1 

0 

5/30/2018 

VA 

WBT-4344 

Effective Critical Analysis of Business Reports 

1 

0 

5/21/2018 

VA 

WBT-4374 

Adapting Your Conflict Style 

1 

0 

5/21/2018 

VA 

WBT-4387 

Active Listening Skills for Professionals 

1 

0 

5/21/2018 

VA 

WBT-4428 

Audience and Purpose in Business Writing 

1 

0 

5/21/2018 

VA 

WBT-4429 

Clarity and Conciseness in Business Writing 

1 

0 

5/21/2018 

VA 

WBT-4431 

Writing for Business 

1 

0 

5/21/2018 

VA 

WBT-5160 

Business Analysis Analytical Techniques 

1 

0 

5/21/2018 

VA 

WBT-5161 

Business Analysis Activities and Tools 

1 

0 

5/21/2018 

VA 

WBT-5162 

Business Analysis Documentation and Criteria 

1 

0 

5/21/2018 

VA 

WBT-5166 

Business Analysis Professional Effectiveness Competencies 

1 

0 

5/21/2018 

VA 

WBT-4402 

Effective Body Language in Negotiations 

1 

0 

5/18/2018 

VA 

WBT-5160 

Business Analysis Analytical Techniques 

1 

0 

5/18/2018 

VA 

WBT-3422 

Professionalism, Business Etiquette, and Personal Accountability 

1 

0 

5/16/2018 
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Catalog 

Number 

Title 

Hours 

Credits 

Complete Date 

Web Based Training 





VA 

WBT-3465 

Business Law Basic Concepts 

1 

0 

5/16/2018 

VA 

WBT-3466 

Business Law and Ethics 

1 

0 

5/16/2018 

VA 

WBT-3471 

Business Planning Essentials: Preparing a Business Plan 

1 

0 

5/16/2018 

VA 

WBT-4184 

Keeping Business Calls Professional 

1 

0 

5/16/2018 

VA 

WBT-4324 

Ethics, Integrity, and Trust 

1 

0 

5/16/2018 

VA 

WBT-5152 

Business Analysis Overview 

1 

0 

5/16/2018 

VA 

WBT-3416 

Public Speaking Strategies: Preparing Effective Speeches 

1 

0 

5/15/2018 

VA 

WBT-3417 

Public Speaking Strategies: Confident Public Speaking 

1 

0 

5/14/2018 

VA 

WBT-1540 

Integrity in the Workplace 

1 

0 

5/11/2018 

VA 

WBT-2343 

Time Management: Analyzing Your Use of Time 

1 

0 

5/11/2018 

VA 

WBT-3565 

Laser Safety Training 

0.50 

0 

5/10/2018 

VA 

WBT-3213 

Techniques for Communicating Effectively with Senior Executives 

1 

0 

4/6/2018 

VA 

WBT-3234 

Financial Statements for Non-financial Professionals 

1 

0 

4/6/2018 

VA 

WBT-3521 

Forklift Operation 1: Safety Inspection and Maintenance 

0.50 

0 

4/6/2018 

VA 

WBT-3574 

Liquefied Petroleum Gas (LPG) Safety 

1 

0 

4/6/2018 

VA 

WBT-3635 

Powered Industrial Truck Safety 

1 

0 

4/6/2018 

VA 

WBT-2157 

DOT Security for Shipment of Hazardous Materials 

1 

0 

4/5/2018 

VA 

WBT-2513 

Compensation and Benefits: Managing Policies, Programs, and Activities 

1 

0 

4/5/2018 

VA 

WBT-2519 

Risk Management: Organizational Risk and Safety and Health Legislation 

1 

0 

4/5/2018 

VA 

WBT-2521 

Risk Management: Workplace Safety, Security, and Privacy 

1 

0 

4/5/2018 

VA 

WBT-3210 

Improving Your Emotional Intelligence Skills: Self-awareness and Self-management 

1 

0 

4/5/2018 

VA 

WBT-3211 

Using Emotional Intelligence on the Job 

1 

0 

4/5/2018 
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VA 

WBT-3412 

American Work Culture and Values 

1 

0 

4/5/2018 

VA 

WBT-3511 

Fire and Explosion Hazards (HAZWOPER) 

1 

0 

4/5/2018 

VA 

WBT-3517 

Flagging Safety 

1.50 

0 

4/5/2018 

VA 

WBT-3541 

Hazard Communication (HAZWOPER) 

0.50 

0 

4/5/2018 

VA 

WBT-3544 

Hazards to Outdoor Workers 

0.50 

0 

4/5/2018 

VA 

WBT-3546 

Heat and Cold Exposure Management (HAZWOPER) 

0.50 

0 

4/5/2018 

VA 

WBT-3552 

IATA 1: Hazard Class Identification/Classification 

1 

0 

4/5/2018 

VA 

WBT-3656 

Silica 

0.50 

0 

4/5/2018 

VA 

WBT-3690 

Warehouse Safety 

0.50 

0 

4/5/2018 

VA 

WBT-3954 

Storm Water Pollution Prevention 

0.50 

0 

4/5/2018 

VA 

WBT-3963 

IMDG 4: Loading, Unloading, and Offering Dangerous Goods 

1 

0 

4/5/2018 

VA 

WBT-3965 

IMDG 2: Dangerous Goods List, Special Provisions and Exceptions 

1 

0 

4/5/2018 

VA 

WBT-1731 

The Pharmaceutical Industry Overview: Version 4 

1 

0 

4/4/2018 

VA 

WBT-1733 

The Federal Government Industry Overview: Version 3 

1 

0 

4/4/2018 

VA 

WBT-1735 

The Utilities Industry Overview: Version 1 

1 

0 

4/4/2018 

VA 

WBT-1736 

The Chemicals Industry Overview: Version 1 

1 

0 

4/4/2018 

VA 

WBT-1737 

The Broadcasting & Entertainment Industry Overview: Version 1 

1 

0 

4/4/2018 

VA 

WBT-1738 

The Capital Markets Industry Overview: Version 1 

1 

0 

4/4/2018 

VA 

WBT-1739 

The Consumer Electronics Industry Overview: Version 1 

1 

0 

4/4/2018 

VA 

WBT-1741 

The Biotechnology Industry Overview: Version 1 

1 

0 

4/4/2018 

VA 

WBT-1742 

The Automotive Industry Overview: Version 3 

1 

0 

4/4/2018 

VA 

WBT-1925 

The Manufacturing Industry Overview: Version 3 

1 

0 

4/4/2018 
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VA 

WBT-1926 

The Food and Beverage Industry Overview: Version 3 

1 

0 

4/4/2018 

VA 

WBT-2052 

The Telecommunications Industry Overview: Version 3 

1 

0 

4/4/2018 

VA 

WBT-2053 

The Insurance Industry Overview: Version 3 

1 

0 

4/4/2018 

VA 

WBT-2054 

The Banking Industry Overview: Version 3 

1 

0 

4/4/2018 

VA 

WBT-2256 

The Health Care Industry Overview: Version 3 

1 

0 

4/4/2018 

VA 

WBT-3283 

The Agriculture Industry Overview 

1 

0 

4/4/2018 

VA 

WBT-3293 

Insider Trading 

0.50 

0 

4/4/2018 

VA 

WBT-3658 

Site Safety and Health Plan Procedures (HAZWOPER) 

0.50 

0 

4/4/2018 

VA 

WBT-3235 

Analyzing Financial Statements for Non-financial Professionals 

1 

0 

4/3/2018 

VA 

WBT-3249 

Auditing the Revenue Cycle 

1 

0 

4/3/2018 

VA 

WBT-3250 

Auditing for Cash and Inventories 

1 

0 

4/3/2018 

VA 

WBT-1954 

Library of National Intelligence 

1 

0 

2/22/2018 

VA 

WBT-3400 

Decision Making: The Fundamentals 

1 

0 

2/22/2018 

VA 

WBT-3401 

Decision Making: Tools and Techniques 

1 

0 

2/22/2018 

VA 

WBT-4004 

Exploiting Network Communications for Law Enforcement 

0.50 

0 

2/22/2018 

VA 

WBT-4024 

Cloud Communications for Law Enforcement v2 

0.50 

0 

2/22/2018 

VA 

WBT-3451 

Negotiation Skills for Sales Professionals: Value Exchange 

1 

0 

1/7/2018 

VA 

WBT-3452 

Negotiation Skills for Sales Professionals: Reaching Agreement 

1 

0 

1/7/2018 

VA 

WBT-3207 

Negotiation Essentials: Persuading 

1 

0 

12/26/2017 

VA 

WBT-3208 

Negotiation Essentials: Avoiding Pitfalls in Negotiations 

1 

0 

12/12/2017 

VA 

WBT-3206 

Negotiation Essentials: Communicating 

1 

0 

11/24/2017 

VA 

WBT-1535 

Equal Employment Opportunity and Discriminatory Practices in Hiring 

1 

0 

11/18/2017 
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VA 

WBT-3697 

Workplace Security Awareness 

0.50 

0 

11/3/2017 

VA 

WBT-4631 

Writing Effective E-mails and Instant Messages 

1 

0 

11/3/2017 

VA 

WBT-3534 

Government Contracting Essentials 

1 

0 

10/27/2017 

VA 

WBT-1746 

Intellectual Property Overview 

1 

0 

7/12/2017 

VA 

WBT-3263 

Essentials of Interviewing and Hiring: Preparing to Interview 

1 

0 

7/11/2017 

VA 

WBT-3205 

Negotiation Essentials: Planning for Negotiation 

1 

0 

3/3/2017 

VA 

WBT-3513 

First Aid: Automated External Defibrillator 

1 

0 

2/26/2017 

VA 

WBT-3515 

First Aid: CPR 

1 

0 

2/26/2017 

VA 

WBT-3516 

First Aid: Medical Emergencies 

1 

0 

2/26/2017 

VA 

WBT-3969 

Active Shooter 

0.50 

0 

2/26/2017 

VA 

WBT-4117 

Information Security (INFOSEC) Awareness 

0.50 

0 

2/26/2017 

VA 

WBT-4130 

Marking Classified National Security Information 

0.50 

0 

2/26/2017 

VA 

WBT-4131 

Privileged User Security 

0.50 

0 

2/26/2017 

VA 

WBT-3204 

Negotiation Essentials: What Is Negotiation? 

1 

0 

2/25/2017 

VA 

WBT-4150 

Continuity of Operations (COOP) Awareness 

0.50 

0 

2/25/2017 

VA 

WBT-3490 

DOT 1: Hazardous Materials Table 

1 

0 

2/22/2017 

VA 

WBT-3642 

Radiation Safety 

1 

0 

2/22/2017 

VA 

WBT-3958 

Office Safety 

0.50 

0 

2/22/2017 

VA 

WBT-3968 

Chemical Process Safety 

0.50 

0 

2/22/2017 

VA 

WBT-2403 

Exposure To Child Pornography - Protecting Resiliency 

1 

0 

2/21/2017 

VA 

WBT-3955 

Safety Data Sheets 

1 

0 

2/21/2017 

VA 

WBT-3974 

Reporting of Suspected Child Abuse Neglect and-or Sexual Exploitation 

0.50 

0 

2/21/2017 
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VA 

WBT-1543 

1-9 Compliance: Verifying Employment Eligibility of US and Non-US Citizens 

1 

0 

2/19/2017 

VA 

WBT-3679 

Title 31: Introduction 

1 

0 

2/19/2017 

VA 

WBT-4068 

Federal Taxpayer Information v2 

0.50 

0 

2/19/2017 

VA 

WBT-3678 

Title 31: Identifying Suspicious Activity 

1 

0 

2/18/2017 

VA 

WBT-4127 

Digital Evidence Handling 2015 

1 

0 

2/17/2017 

VA 

WBT-4017 

Obtaining and Analyzing Digital Records for Law Enforcement v2 

0.50 

0 

2/16/2017 

VA 

WBT-4016 

Exploiting Mobile Communications for Law Enforcement v2 

0.50 

0 

2/15/2017 

VA 

WBT-4023 

Cyber Intrusions for Law Enforcement 

0.50 

0 

2/14/2017 

VA 

WBT-1727 

NCIC Mobile Training 

3 

0 

2/13/2017 

VA 

WBT-4020 

Social Media for Law Enforcement v2 

0.50 

0 

2/13/2017 

VA 

WBT-4021 

Tracing Emails for Law Enforcement v2 

0.50 

0 

2/13/2017 

VA 

WBT-4022 

Investigating Websites for Law Enforcement v2 

0.50 

0 

2/13/2017 

VA 

WBT-4065 

Domestic Investigations and Operations Guide (DIOG) 2015 

1 

0 

2/10/2017 

VA 

WBT-3715 

Android Device Security Precautions 

0.50 

0 

1/7/2017 

VA 

WBT-1957 

Correctional Intelligence Initiative 

0 

0 

12/18/2016 

VA 

WBT-4003 

Searching the Internet for Law Enforcement 

0.50 

0 

12/14/2016 



Total: 

104.50 

0 
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